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SUBJECT: GERMAN ELECTRONIC TEST EQUIPMENT AND FOIL 
STRETCHING DEVICE TO ROMANIA - IL 1355 

REFS: A. COCOM DOC. (75)127 
B. STATE 41332 

iv GERMAN DEL'S ANSWER TO US QUESTIONS IN REF. B RE- 
GARDING TEST EQUIPMENT IS AS FOLLOWS: 

" THE ELECTRONIC TEST EQUIPMENTS IN QUESTION ARE USED AS 
DIODE TESTING EQUIPMENTS IN THE FRAMEWORK OF THE MA- 
CHINERY AND TEST EQUIPMENT FOR THE MANUFACTURE OF DIODES, 
THE EXPORT OF WHICH HAD BEEN APPROVED BY THE COMMITTEE 
(SEE COCOM DOC. (72)2630 OF 27 DECEMBER L972). IT IS 
TECHNICALLY POSSIBLE TO USE THESE TEST EQUIPMENTS FOR 
TESTING TRANSISTORS, BUT SUCH USE IS NOT INTENDED. 

ACCORDING TO THE PRODUCER, IT IS NOT POSSIBLE TO USE 
THESE TEST EQUIPMENT TO TEST MICROCIRCUITS, BECAUSE THESE 
EQUIPMENTS ARE DESIGNED FOR COMPONENTS WITH NOT MORE THAN 
THREE CONNECTIONS." 

2. ACTION REQUESTED: STATEMENT OF US VIEWS BY APRIL 3. 
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